Volume Two 


The following index includes subjects covered in HS during its 
second year from September 1979 — August 1980. References to 
September therefore go back to Vol 2 No 1, not to September 


1980’s issue. 


A 


Accidents - Costs in laboratories 

Accidents — Costs, report on developments 
and opinions 

Accidents - Costs to industry 

Accidents - Hidden costs 

Accidents - Investigation 


Accidents — Lessons for future 
Accidents - Prevention 


Accidents - Prevention, policy 

Accidents - Problems in costing 

Accidents - Reporting, new regulations 

Acoustic Cell -— ICI Acoustics 

Acoustic Enclosure - Business machines, 
Power Equipment 

Acrylic Sheet - Fire risks 

Advisory Committees - Asbestos, final 
report 

Advisory Committees - Asbestos, final 
report/EEC proposals comparison 

Advisory Committees - Construction 
industry, use of safety helmets 

Advisory Committees - Major hazards, 
second report 

Aerospace Industry - Beryllium poisoning 

Agriculture - Abrasive wheels on farms 

Agriculture - Chain saw and circular saw 
safety 

Agriculture - Chemical safety 

Agriculture — Electrical hazards 

Agriculture — Farm deaths 1979 

Agriculture — Farmer's lung 

Agriculture — Film, ““Mr Safety” 

Agriculture - Health and Safety report 1977 

Agriculture - Helmet approval, Martindale 
Clean Air 

Agriculture - Milking parlour loft storage 

Agriculture - Occupational asthma 

Agriculture - Safety 

Agriculture —- Safety education 


Agriculture - Silo fillers disease 

Agriculture — Tractor accidents 

Agriculture — Tractor safety cabs 

Agriculture - Winter maintenance 

Air-Brake - Dangers, “parked” truck 
fatality 

Air-Cleaner - Electrostatic, Honeywe!l 

Air-Conditioning - Winton germicidal 
treatment 

Air Curtains - CHB range, Bahco Ventila- 
tion Ltd 

Air Nozzle - Jetflow Airsaver, Haskel 
Energy Systems Ltd 

Airline Trolley - AGA Spiro Ltd 

Alarm - Personal, Coleshill Automation 

Alcohol - Drinking and working 

Annual Reports - Agriculture, Health and 
Safety 1977 

Annual Reports - Coal mines, Health and 
Safety 1978 

Annual Reports - HSC/HSE Annual 
Report 1978-79 

Annual Reports - HM Alkali and Clean Air 
Inspectorate Report 1978 

Annual Reports - Health and Safety 
Research 1978 

Annual Reports - Nuclear Establishments 
HS 1977-1978 

Annual Reports - Quarries and Mines other 
than Coal, HS 1978 

Annual Reports - Railway Accidents in 
Great Britain 1978 

Anthrax - Guidance note 

Anthrax -- Prevention, 
responsibility 

Asbestos - Advisory committee final report 

Asbestos — Advisory committee final re- 
port/EEC proposals comparison 

Asbestos - Atmospheric monitoring 

Asbestos -~ EEC Commission proposals 

Asbestos - EMAS third report 

Asbestos - Fibre counter, M88, Vickers 
Instruments 

Asbestos - Hazards real and imaginary 

Asbestos - Mobile decontamination unit, 


enforcement 


May 58 
Apr 48 
Aug 13 
Apr 32 


Jul 49 
Oct 58 


Nov 54 
May 52 
Aug 49 
Jun 93 
Jun 88 
Nov 69 
Jan 20 
Nov 30 
May 24 
May 24 
Feb 20 
Mar 25 


Jan 20 


Feb 20 
Dec 18 


Apr 32 
Dec 18 


Jan 18 
Jan 17 
Apr 24 
Feb 14 


Aug 46 
Sep 16 


Portasilo Ltd 
Asbestos — Pipe stripping shroud, Insu-Strip 
Asbestos — Risks on construction sites 
Asbestos — Storage on construction sites 
Asbestos — Substitute, man-made mineral 
fibres 
Asbestos - Substitute, ‘“Preox fabric” 
Asbestos — Work with, draft code and gui- 
dance note 
Automatic shutdown — Off-shore platforms 
and petrochemical plant 


B 


Barking - Fire and explosion report 

Bentley Colliery - Accident report 

Benzidine Dye - Cotton and wool textile 
industry 

Benzidine Dye - Safety 

Beryllium-Free Copper Alloy - Ampcology 
940, Ampco Metal Ltd 

Bolt - “Format” emergency exits, TI James 
Gibbons Ltd 

Book Reviews - An Introduction to Risk 
Management 

Book Reviews - Asbestos-properties, 
applications, and hazards (vol 1) L 
Michaels and SS Chissick 

Book Reviews - Chemicals, Work and 
Cancer Dr Alane Serve, WEA 

Book Reviews - Croner’s Health and Safety 
at Work PA Chandler and Dr WT Jones 

Book Review - Electrical Hazards 
Construction Site Planning Manual No 3 

Book Reviews - Emergency Care (2nd Edi- 
tion) Harvey D Grant & R H Murray Jnr 

Book Reviews — Employers’ Liability (9th 
Edition) John Munkman 

Book Reviews - Handling Chemicals Safely 
(2nd Edition) 

Book Reviews - Health and Safety Keith P 
Davis 

Book Reviews - Laboratory Organisation $ 
Management Fred Grover & Peter 
Wallace 


Health & Safety at Work November 1980 


Films and publications that have been reviewed have been 
listed under “Film Reviews” and “Book Reviews” and not in 
italics as in the previous index. 


Jan 33 
Sep 44 
May 77 
Dec 53 
Sep 53 
Oct 41 
Dec 29 
Oct 33 


Mar 22 


Aug 11 
Nov 30 


Mar 27 
Mar 20 


Jun 87 
Apr 58 


Aug 63 


Sep 90 

Jul 17 
Feb 76 
Aug 62 
Dec 63 

Jul 63 
Aug 63 


Oct 96 
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Book Reviews — Management system for 
occupational safety and health programs 
for academic research laboratories an 
administrative resource manual 

Book Reviews - Occupational safety and 
health program guidelines for colleges 
and universities, an administrative 
resource manual 

Book Reviews — Patty's Industrial Hygiene 
and Toxicology (3rd revised edition) 

Book Reviews — Pollution Compendium 

Book Reviews - Practical Fire Precautions 
(2nd edition) GW Underdown 

Book Reviews — Questions and Answers on 
the Health and Safety at Work Act 
V Powell-Smith LLM DLiH 

Book Reviews - Research in Noise and 
Vibration, Science Research Council 

Book Reviews - Safety Training for the 
Supervisor James E Gardner 

Book Reviews — Ventilation Handbook for 
the Rubber and Plastics Industry 
RAPRA 

Brake Drum Cleaning Unit - Nilfisk Ltd 

Breathing Apparatus - Chubb No 1 Mark 2, 
Chubb Panorama Ltd 

Breathing Apparatus - Chubb No 1 Mark 2 
Improved 

Breathing Apparatus - Definition 

Breathing Apparatus — Mines, dry testing 
consultative document 

Breathing Helmets — Clean air pack, Hodge 
Clemco Ltd 

British Occupational Hygiene Society 

British Safety Council - Safety training 
course 

British Standards Institute - Buyers guide 

British Standards Institute - Kitemark 

Burns Kit - Chubb Panorama Ltd 

Business Machines — Acoustic enclosure, 
Power Equipment 

Byssinossis — Elimination in cotton industry 


C 


Cable Detector - 
Electrolocation Ltd 

Cable Repair Kit - Scotchcast, 3M United 
Kingdom Ltd 

Cadmium - Industrial disease 

Cancer - Occupational, relative risks 

Canvey Island — Prohibition notices 

Car Exhaust - Fume removal, 
Ludscheidt of Dortmund 

Carbon Monoxide - High temperature pro- 
cesses 

Carbon Monoxide — Monitoring card, Neo- 
tronics Ltd 

Carcinogens - ASTMS policy document 


CAT & Genny, 


Horst 


Carcinogens - ASTMS policy document 
criticism 

Carcinogens - EMAS third report 

Carcinogens — HSC policy 


Carcinogens - High temperature processes 

Carcinogens — New draft regulations 

Carcinogens - Skin, Occupational Safety 
and Health Congress 

Carcinogens - US policy 

Carding Machines - Guarding 

Cartridge Tool - Safety 

Cautionary Tales 

Ceiling Board - Fire resistant, Fireline M/G, 
British Gypsum 

Centrifuges - Draft British Standard 

Centrifuges - National enforcement pro- 
gramme 

Chair - Fire retardant, AA Marshall and 
Sons 

Chair - Harter Comfort 

Chair - Vertebra, Castelli 

Charcoal Cloth - NRDC and Charcoal 
Cloth Ltd 

Charcoal Filters - Siebe Gorman 

Chemical Hazards - Control, National 
Conference on Engineering Hazards 

Clean Rooms - Airoclean system, Europair 
Acoustics 

Cleaner - Petrol engined, high pressure, 
cold water 


110 


Oct 96 


Sep 90 
Jul 63 


Mar 83 


Mar 83 
Mar 83 
Feb 76 
Jun 123 
Apr 55 
Jan 15 


Jun 93 
Jul 35 


Sep 18 


May SS 
Jun 
Jan 33 


Mar 40 
Jun 93 


Mar 24 
Oct 59 


Apr 58 


Cleansers - Sterling Industrial new range 

Coal Mines - Health and Safety, 1978 
Annual Report 

Codes of Practice - For own management 
and workforce 

Codes of Practice - Horizontal plastic injec- 
tion moulding machines 

Codes of Practice - Noise 

Codes of Practice - Safe access, guidelines 

Codes of Practice - Theatres 

Combustible Vapour - Allison Engineering 
Ltd 

Common Hazards - Compressed air blow 
guns 

Common Hazards - Grinding 

Common Hazards - Machinery guarding, 
access and overrun 

Common Hazards - Wooden pallets 

Compressed Air Riow Guns — Hazards 

Conference Reports - Accident investiga- 
tion 

Conference Reports - Asbestos, atmo- 
spheric monitoring 

Conference Reports - Assessing human 
reliability 

Conference Reports - British Occupational 
Hygiene Society 

Conference Reports — Engineering inspec- 
tions 

Conference Reports - Fire Prevention 
Association, LPG 

Conference Reports - 
Conference 

Conference Reports - Institution of Indust- 
rial Safety Officers “Action” 

Conference Reports - Institution of Indust- 
rial Safety Officers Annual Conference 

Conference Reports - Institute of Municipal 
Safety Officers 

Conference Reports -— Major hazards in 
Europe 

Conference 
National 
Hazards 

Conference Reports - 
Construction safety 

Conference Reports - Ninth World Con- 
gress, Amsterdam 

Conference Reports - Occupational Safety 
and Health Congress, Hygiene Standards 

Conference Reports - Off-shore plants etc, 
automatic shutdown systems 

Conference Reports - Royal Society of 
Medicine-Shiftwork 

Conference Reports - Safety in laboratories 

Conference Reports - Society of Chemical 
Industry, Insulating materials, lung 
disease 

Conference Reports - TUC Annual confer- 
ence 

Conference Reports - Upholstered furni- 
ture flammability 

Conference Reports - US National Safety 
Congress 

Confined Spaces - Dangers 

Construction Industry - Accidents, asses- 
sing the figures 

Construction Industry - 
hazards 

Construction Industry - Contractors all 
risks insurance policy 

Construction Industry - Demolition, self 
regulation 

Construction Industry — Electric shock 
protection Avel Lindberg 

Construction Industry - Health hazards 


HSE National 


Reports - 
Conference 


Major hazards, 
on Engineering 


NFBTE/FCEC 


Bad weather 


Construction Industry - Man-made mineral 
fibres, asbestos substitute 

Construction Industry - Occupational 
health record NFBTE/FCEC conference 

Construction Industry - Protection of eyes 

Construction Industry - Refurbishing, spe- 
cial hazards 

Construction Industry - Roof works, gui- 
dance note 

Construction Industry - Safe access 

Construction Industry - Safe storage 

Construction Industry - Safe use of hand 
power tools 

Consultative 
pathogens 

Consultative Documents - Dockwork 


Documents - Dangerous 
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Dec 28 
Apr 85 


Oct 35 
Nov 83 
Oct 43 
Oct 37 
Aug 47 
Nov 27 
May 76 
Oct 41 


Dec 20 
Sep 66 


Oct 36 
Feb 20 
Feb 53 
Dec 52 
Mar 50 


Dec 18 
Dec 18 


Consultative Documents - First aid at work 


‘Consultative Documents - Homeworkers 


Consultative Documents - Industrial air 
pollution control 

Consultative Documents - 
mineral fibres 

Consultative Documents - Medical 
examination fees, draft regulations 

Consultative Documents — Proposed Coal 
and Other Mines (Fires and Rescue) 
(Amendment) Regulations 1979 

Contractors — Delegation of authority 

Contractors — Legal responsibility to out- 
siders 

Cotton and Wool Textiles - Reasonably 
practicable 

Cotton NIG Report - Health and Safety 
1971-77 

Cranes — Accidents, HSE report 

Cranes — Bad weather hazards 

Cranes - Safe access 

Crown Immunity -— German proposals 

Crown Immunity - Health and Safety at 
Work Act 

Crown Immunity - In laboratories 

Crown Notices - Health and Safety at Work 
Act 


Man-made 


D 


Dangerous Pathogens - Advisory Group, 
proposed changes 

Dangerous Pathogens - 
document 

Dangerous Pathogens - Laboratory hazards 

Dangerous Pathogens - Statutory notifica- 
tion scheme proposals 

Decompression sickness 

Demolition — Industry register 

Demolition —- Self regulation 

Dermatitis - Causes and prevention 

Design - Safety, HSE National Conference 
Report 

Designers and Constructors - Co-operation 

Detector Tubes - Gas and vapour 
mönitoring 

Dioxin Exposure Survey -— EMAS assess- 
ment 

Disco Noise Level Limiter - CEL 206, 
Computer Engineering Ltd 

Disinfectant - Multi-purpose antiseptic, 
Newlands Pharmaceutical Ltd 

Disinfectant Cloth - Wipex Products Ltd 

Dismissal - Dangerous employees 

Disposable Cleaning Fabric - Industrial 
Cleaning Papers Ltd 

Disposable Glove - AM International 

Docks - Control of lead dust 

Dockwork - Consultative document 

Dockwork - Dangerous substances, HSE 
National Conference 

Dosemeter - Personal EM 3500 

Drilling - Safety aid, Metalocator, Rocol 
Ltd 

Drum Cradle - Flotrol Cradle, Debiquip 
Ltd 

Duckboard - Thermoplastic, Swintex Ltd 

Dust - Captair collection unit, Auchard 
Development Co Ltd 

Dust - Coverall suit, Gordon, Multifabs Ltd 

Dust - Disposable mask, Martindale 
Protection Ltd 

Dust - Extraction equipment, Wadkin angle 
grinders 

Dust - Filter, Actair International 

Dust - Filters 

Dust - Half mask AGA Silner 12, AGA 
Spiro Ltd 

Dust - Monitor, automatic 

Dust - Monitor, direct reading 

Dust - Monitor DM 2000, and DM 2100, 
Acal Ltd 

Dust - Monitor, radiometric, Krohne 

Dust - Respirators 

Dust - Toxic, remover, Volkes filter 


Consultative 


E 


EEC - Action programme, Safety and 
Health at Work 


Nov 27 
Dec 18 
Feb 14 
Feb 20 


Mar 25 
Oct 41 


Jun 45 


Sep 18 
Jul 31 


Jul 28 


Mar 26 
Mar 25 
Mar 27 
May 24 
Nov 84 
Feb 53 
Jan 16 


Nov 35 
Nov 47 


Nov 35 


Dec 16 


Dec 18 
Nov 47 
Nov 48 
Mar 18 
Dec 41 
Oct 40 
Oct 37 
Mar 45 


Jun 40 
Jan 70 


Jun 97 

Jul 19 
Mar 40 
Aug 49 
Apr 55 
Sep 88 
May 52 
Aug 49 
May 48 
Dec 18 


Jun 40 
Sep 46 


Aug 47 


Jul 47 
Jan 33 


Dec 37 
Mar 41 


Jan 33 
Aug 46 
Feb 40 
Jun 95 
Apr 56 
Jun 95 
Mar 29 


Feb 39 
Sep 46 


Feb 39 
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EEC - Asbestos directive 

EEC - Asbestos proposals 

EEC - CBI guide to safety and health 
legislation 

EEC - Directives, HSE responsibility 

EEC - Hazardous agents, framework direc- 
tive approved 

EEC - Hazardous agents, framework direc- 
tive debate 

EEC - Hazardous chemicals, control 

EEC - Lead, control proposals 

EEC - Product liability, draft directive 

EEC - Safety signs poster 

EEC - TUC involvement 

EEC Council of Ministers - Lead proposals 

EEC Council of Ministers - Major hazards 
proposals 

Ear Defender - Antisonic NS, Anticoustic 

Ear Defender - Com-Flex, hearing muff, 
Bilsom International 

Ear Defender - ITEX Earpro, Sketchley 
Rental and Safetywear 

Ear Defender - Saturn, James North and 
Sons Ltd 

Ear Plug - Deci Damp, Silent Partner, Silent 
Band - IT, Sound Stifler, Marion Health 
and Safety Inc 

Ear Plug - “Hushlers” disposable, Protector 
Safety Products (UK) Ltd 

Ear Plug - Norton disposable, R W Sutton 

Ear Plug - Propp-o-plast, Bilsom Interna- 
tional 

Ear Protectors 

Earthing - Basic principles 

Earthing - Different forms 

Educational Establishments - Ancillary 
staff risks 

Educational Establishments - Dangerous 
pathogens 

Educational Establishments - Finance for 
health and safety - 

Educational Establishments - HSE inspec- 
tion policy 

Educational Establishments - Hazards and 
enforcement problems 

Educational Establishments - London 
School of Hygiene and Tropical Medicine 

Educational Establishments - Safety 
training and education 

Electric Shock - Merlin Gerin 

Electric Shock Protection - Construction 
sites, Avel Lindberg 

Electric Shock Protection - Earth leakage 
and monitoring unit, Wysepower Ltd 

Electrocution - First aid 

Electronic Interlock - Castell Locks 

Electrostatic - Surrey Electro-Materials 

Employed Person - Independent con- 
tractor, legal distinction 

Employers Liability (Defective Equipment) 
Act 1969 

Employment Medical Advisory Service — 
Third Report 

Entertainment — Electrical safety 

Entertainment — Laser control 

Entertainment — Noise hazards 

Environmental Monitoring - 
hazards 

Environmental Monitoring - Atmospheric 
sampling 

Environmental Monitoring - Automatic 
instruments, caution 

Environmental Monitoring - Automatic 
instruments, introduction 

Environmental Monitoring - Colorimetric 
detector tubes 

Environmental 
vapours 

Environmental Monitoring — Instrumenta- 
tion developments 

Environmental Monitoring - Liquids 

Environmental Monitoring - 
Commission’s seventh report 

Epidemiology - Definition 

Epidemiology - Value and efficacy 

Ethylene-Oxide - Sampling tubes, CVI Air 
Test Labs 

Exhausted Booth — Laminar exhaust enclo- 
sure, JB Thorn and Son Ltd 

Exhibition Train - ‘‘Worksafe 80” 

Explosives - Legislation, powers of exemp- 
tion 


Airborne 


Monitoring - Gases & 


Royal 


Jan 15 
Apr 24 


May 20 
Apr 38 


Jul 15 


Apr 24 
Jan 16 
Sep 20 
Feb 74 
Jul 19 
Jun 49 
Feb 17 


Sep 14 
Oct 61 


Feb 46 
Dec 38 


Sep 46 


Jan 35 


May 51 
Oct 58 


Nov 57 
Aug 55 
Mar 68 
Apr 69 


Nov 41 


Nov 47 + 


Nov 42 
Nov 42 
Nov 41 
Nov 47 


Nov 42 
Jun 88 


Aug 47 

Jul 45 
Oct 79 
Jan 34 
Feb 40 

Jul 29 

Jul 31 
Feb 14 
Feb 20 
Mar 34 
Oct 73 
Mar 34 
May 47 
Jun 94 
Mar 29 
Mar 31 
May 49 
May 48 


Mar 29 
May 48 


Apr 52 
Oct 67 
Dec 40 
Apr 57 


Aug 49 
Jul 19 


Dec 18 


Explosives — Storage on construction sites 

Extension Reels - For hand tools, ME 
Mechanical Handling 

Eyes - Anti-laser spectacles 

Eyes - Combined safety helmet and visor, 
James North and Sons Ltd 

Eyes - Explorator wide vision goggle, Bolle 
(UK) Ltd 

Eyes - Modspec safety spectacles, Brent 
Industrial Safety Co 

Eyes - Protection in construction 

Eyes - Styleguard, AO Safety Products 

Eyeshield — Protection against ultra-violet 
light, Gallenkamp 

Eyewash - Schubert and Co 

Eyewash - Bottle, Fisons 

Eyewash - Bottle, 
Laboratories Ltd 

Eyewash - Station, Walker Crosweller and 
Co Ltd 


F 

Factory Inspectorate -— Government cuts, 
TUC view 

Factory Inspector's - Duties, TUC view 

Fairground - Safety 

Fall Prevention - Inertia reel safety block 

Film Catalogue - First aid, St Johns Ambu- 
lance supplement health and safety films 

Film Reviews - “Be safe be sure”, Chubb 
Panorama Ltd 

Film Reviews - “Flashpoint”, laboratory 
safety, Milibank Films Ltd 

Film Reviews - “It’s not Thursday, is it”, 
Millbank Films Ltd 

Film Reviews - “Knock-down price”, 
demolition, Central Film Library 

Film Reviews - “Mr Srfety”, child safety on 
farms 

Film Reviews - ‘‘One man’s poison”, crop 
spraying safety 

Film Reviews - “Supercranes”, 
crane safety 

Film Reviews - “Talking of safety”, Mill- 
bank Films Ltd 

Film Reviews - “The Woolworth's Fire”, 
Fire Research Station 

Fire - Barking, sodium chlorate 

Fire - Beam detectors 

Fire - Blanket, glass fibre, Tutor Safety 
Products 

Fire - Detection, technology and cost 
effectiveness 

Fire - Emergency rescue kits, Chubb Fire 

Fire - Heat detectors 

Fire — Marking of buildings, dangerous sub- 
stances GLC scheme 

Fire - Occupier’s responsibility for firemen, 
House of Lords decision 

Fire - Optical or photo-electric smoke 
detectors 

Fire — Protective clothing, Akvarex Trel- 
leborg Rubber Ltd 

Fire - Radiation detectors 

Fire - Safety products survey, Industrial 
Market Research Ltd 

Fire - Smoke detectors 

Fire - Sprinkler system 

Fire - Thermal imager, portable, MEL 

Fire Alarm — Telephone Rentals 

Fire-Extinguisher - Duo-matic, Photain 
Controls Ltd 

Fire Law - Enforcement, fire officers/ 
environmental health officers liaison 

Fire Law - Liability for damage or injury 


Southon-Horton 


mobile 


Fireproof tape - 3M’s Scotch 77 

Fire-Resistant Board — Tri- Wall Containers 
Ltd 

First-Aid - Aide memoire 

First-Aid — Consultative document 


First-Aid - 
comment 

First-Aid — Electrocution 

First-Aid - Film catalogue 

First-Aid - Training, effect on accidents 


Consultative document 


Jun 47 
Jun 49 
Mar 34 
Oct 59 


Jun 44 
Jun 129 
Jun 129 

Jun 61 

Jun 61 

Jun 45 


Oct 33 
May 24 
Jun 127 


Jun 129 


Jan 17 
Mar 21 
May 44 


Sep 44 
Apr 40 
May 42 
Dec 39 
Apr 41 


Mar 21 
Apr 28 
Jun 102 


May 42 


Nov 56 
May 43 


Nov 28 
May 42 
Apr 40 
Nov 55 
Dec 38 


Nov 56 


Nov 73 
Nov 71 
Dec 42 
Jan 50 
Feb 67 
Mar 55 
Apr 28 
Jun 102 
Jun 87 


Dec 36 
Nov 59 
Nov 27 
Feb 28 


Feb 32 
Oct 79 
Jul 44 
Nov 27 


First-Aid - Training, proposed HSE 
standing advisory committee 

Flammable Gas - Digi Flam 850, Neo- 
tronics AGM 

Floodlight - Mobile, Tow-Lume, Abacus 
Municipal 

Floor Scrubber - Heavy duty, RS Stokvis 

Flooring - Non-slip, Rollmat, Plastic 
Constructions Ltd 

Fluorescent Light Tube - Disposer, Balcan 
Engineering Ltd 

Food Machinery — Guarding 

Footwear — Provision and use 

Footwear — For work, Clarks Ltd 

Forge Lubricant - Oil-free, Iloform FS 19, 
Castrol 

Fork Lift Truck - Cab, Cab Craft Ltd 

Fork Lift Truck - Driver training 

Fork Lift Truck - Safe loading system, Tran- 
ducers (CEL) Ltd 

Foundries - Air contamination control 

Foundries - Boots, Wellworthy, Northide 
Ltd 

Foundries - Fettling booth, Bahco Ventila- 
tion Ltd 

Foundries — Health hazards 

Foundries — Industry advisory committee 

Foundries - JSC 

Foundries- Machinery guarding JSC report 

Foundries — Noise control 

Fuel Can - Paddy Hopkirk Explosafe, Mill 
Accessory Group 

Fume and Dust Extraction — Free moving 
PV system, Ventilation Jones 

Fume Cupboards - Draft British Standard 


Fume Monitoring 
Fume Scrubber - HCL Rigidon (UK) Ltd 


G 


Gas Analyser - HNV portable, Analysis 
Automation Ltd 

Gas Chromatographs - Portable 

Gas Monitor - Personal, ““Pro-Tek” Shaw- 
eity Ltd 

Gas and Vapour - Monitoring 


Gas and Vapour - Sampling kits, Rotheroe 
and Mitchell Ltd 

Gases and Volatile Materials - Monitoring 

Grinding - Common hazards 

Grinding Machine - Control unit, dust, heat 
and noise 

Guards - Perspex ME acrylic sheet 

Guard-rails - Pedestrian, Kee Klamps Ltd 

Guard Switch — Magnetic, Herbert Sigma 
Ltd 


H 


Hammers - Fibreglass, William Whitehouse 
and Co (Atlas Forge) Ltd 

Hand Cleanser - Reinol, heavy duty 

Hand Cleanser — Styccoclean 

Hazard and Operability Study (HAZOP) - 
Amplification 

Hazard and Operability Study (HAZOP) - 
Laboratories 

Hazardous Chemicals - EEC proposals 

Hazardous Chemicals - Plastic piping, 
failsafe 

Hazchem signs — Stocksigns Ltd 

Hazop - ICI system 

Health and Safety - Educational establish- 
ments, finance i 

Health and Safety - Importance of 

Health and Safety - Two disciplines or one 

Health and Safety - Union involvement, 
tripartitism 

Health and Safety - Work of TUC 

Health and Safety Advisers - TUC view 

Health and Safety at Work Act - Cost to 
industry, survey 

Health and Safety at Work Act - Crown 
immunity 

Health and Safety at Work Act - Crown 
notices 

Health and Safety at Work Act - Enforce- 
ment 

Health and Safety at Work Act - Enforce- 
ment, effect of cutbacks 
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Nov 57 
Jun 100 


Apr 56 
May 48 
Jun 97 


Jul 47 
Mar 29 
Nov 50 


Apr 57 
Aug 28 
Sep 56 


Jun 92 
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Health and Safety at Work Act - Entertain- 
ment places, enforcement 

Health and Safety at Work Act — Fines, level 
of 

Health and Safety at Work Act - Local 
authority enforcement, effect of cutbacks 

Health and Safety at Work Act - Local 
Authority/HSE liaison 

Health and Safety at Work Act — Meeting 
the challenge, Trust House Forte 

Health and Safety at Work Act - Prohibi- 
tion notice 

Health and Safety Centre - Closed 

Health and Safety Commission - Anthrax 
guidance note 

Heaith and Safety Commission — Asbestos, 
draft code and guidance note 

Health and Safety Commission - Carcino- 
gens policy 

Health and Safety Commission - Dangerous 
pathogens consultative document 

Health and Safety Commission - Dock- 
work, ILO consultative document 

Health and Safety Commission — First aid 
consultative document 

Health and Safety Commission - Homewor- 
kers consultative document 

Health and Safety Commission — Industrial 
air pollution 
document 

Health and Safety Commission — Involve- 
ment with EEC committees and direc- 
tives 

Health and Safety Commission - Man-made 
mineral fibres consultative document 

Health and Safety Commission — Medical 
examination fees regulations 

Health and Safety Commission — Medical 
examination draft 
consultative document 


control consultative 


fees regulations 

Health and Safety Commission — Metrica- 
tion programme 

Health and Safety Commission - Pneumatic 
nailing and stapling tools guidance note 

Health and Safety Commission - Proposed 
new legislation 

Health and Safety Commission 
“Hot Work” guidance booklet 

Health and Safety Commission Work, 
chairman Bill Simpson, interviewed 

Health and Safety Executive - Accident 
Statistics 1979 

Health and Safety Executive 
industry 


Welding 


Ceramics 


Health and Safety Executive — Container 
terminals, guidance booklet 

Health and Safety Executive 
safety report 

Health and Safety Executive — Educational 
establishments inspection 

Health and Safety Executive 
action 1979 

Health and Safety Executive - Enforcement 
notices Jan-Sept 1978 and 1979 

Health and Safety Executive 
dance note 

Health and Safety Executive — Furniture 
and woodworking NIG report 

Health and Safety Executive — Health and 
safety research report 

Health and Safety Executive - Health and 
safety statistics 

Health and Safety Executive — Horizontal 
plastic injection moulding machine, code 
of practice 

Health and Safety Executive — Lift trucks 
guidance booklet 

Health and Safety Executives - Locomotive 
boilers, guidance note 

Health and Safety Executive - Nuclear 
Establishments Report 1977-1978 

Health and Safety Executive - Occupational 
Health etc Branch, new head 

Health and Safety Executive - Off-shore 
construction guidance note 

Health and Safety Executive - Paper and 
boardmaking mills JSC report 

Health and Safety Executive - Roofwork 
guidance note 

Health and Safety 
policies review 

Health and Safety Executive - Use of 
prohibition and improvement notices 


Demolition 


Enforcement 


Eyebolts gui- 


Executive - Safety 


112 


Feb 
Feb 
May 
Mar 2 
Mar 
Jun 
Nov 3 
Feb 20 
Jun 45 


Mar 21 


Health and Safety Executive - Wool textile 
NIG report 1971-1977 

Health Service - Proposed 
Advisory Committee 

Hearing Loss 

Hearing Protection - Equipment, Bilsom 

Hearing Protection - Muffs, extra head- 
band, Bilsom 

Helmet - Airfed, AH19 Airstream, Racal 
Safety 

Helmet - Intrinsically 
AH10 Racal Safety 

High Temperature Processes - Airborne 
hazards 

Highly Flammable Liquids - Construction 
site storage 

Highly Flammable Liquids — Safe storage 

Highly Flammable Liquids - Safety drum 
vent, Fireliant Equipment Co 

Highly Flammable Liquids - 
cabinets, UKAM 

Highly Flammable Liquids — Storage drums, 
Explofoil, Fire Reliant Ltd 

Homeworkers — Consultative document 


Indusiry 


safe, Airstream 


Storage 


Horizontal Plastic Injection 
Machine - Code of practice 

Human Reliability - Conference report 

Humber Bridge - Accident 

Hydraulic Jacks - Manually pumped, Real- 
o-tech Ltd 


Hydrogen Cyanide —- High temperature 


Moulding 


Hydrogen Sulphide - Gas monitor, Allison 
Engineering 


Independent Contractor - 
person, legal distinction 

Industrial disease Causative agent — Aches, 
pains and overuse 

Industrial disease 


Acrylamide 


Employed 


Causative agent - 
Industrial disease Causative agent - Beryl- 
lium 
Industria 
Bursitus 

Industria 
Cadmium 

Industrial disease Causative agent — Deaf- 
ness, occupational 

Industria 


disease Causative agent - 


disease Causative agent - 


Causative 
Decompression sickness 

Industrial disease Causative agent — Der- 
matitis 

Industria 


disease agent - 


disease Causative agent. - Far- 
mer’s lung 

Industrial disease Causative agent - Far- 
mer’s occupational asthma 

Industrial disease Causative agent - Radia- 
tion and ionising particles 

Industrial disease Causative agent - Silofil- 
ler's disease 





Industrial disease Causative agent - Tennis 
elbow 
Industrial 
Tenosynovitis 

Industrial disease Causative agent - Vinyl 
chloride monomer 

Industrial disease Causative agent - Wri- 
ter’s cramp 

Industrial Disease - Under reporting 

Industrial Hygiene 

Industrial Relations - Health and Safety 

Industrial Signs etc - Low cost, Signposts 

Industrial Tribunals — Health and safety and 
unfair dismissal 

Information — Dissemination, TUC view 

Information - For employees 

Injury - Motivation for recovery 

Insulating Materials - Lung disease, confer- 
ence report 

Insurance - Benefits 

Insurance - Contractors all risks 

Insurance - Contractors on site 

Insurance — Cutting the cost 

Insurance - Employers liability policies 

Insurance - Indemnities for contractors 

Insurance - In-house 

Insurance - Knock for knock 

Insurance — Renewal, cover review 

Insurance - Self-insurance funds 


disease Causative agent - 
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Jul 29 
Feb 49 
Jul 53 
Sep 52 
Feb 49 
Jan 42 
Aug 55 
Dec 41 
Mar 45 
May 58 
May 58 
Nov 67 
May 58 
Feb 49 
Feb 49 
Jun 108 
Feb 49 
Jun 106 
Mar 31 
Oct 93 
Jul 45 
Jun 84 
Jun 52 
Jul 49 
Jul 50 
Dec 20 
Dec 48 
Oct 43 
Nov 80 
Jun 116 
Mar 49 
Nov 81 
Dec 49 
Aug 59 


Feb 51 
Dec 48 


Insurance — Small print, duty of insured 

Insurance — Spreading the risk 

Insurance — Types of visitor 

Interlock Switches - Mechan 

interview - EEC Commission, Dr Pierre 
Recht 

Interview —- HSC Chairman, Bill Simpson 

Interview - TUC General Secretary, Len 
Murray 


J 


Jerricans - Link Hampson 


L 


Laboratory — Accident costs 

Laboratory —- Fume cupboard standards 

Laboratory - HAZOP technique 

Laboratory - Loss control 

Laboratory — Major hazards 

Laboratory - Perchloric acid contamination 

Laboratory - Safe sytem of work 

Laboratory - Safety 

Ladder Levelling Device - 
Associates Ltd 

Ladder Levelling Device - Levelmatic Ltd 

Laser - Anti-laser glasses 

Laser - Entertainment places, control 


Kinney 


Laser - Hazards 

Laser - Monitors 

Laser - Monitor, United Detector Tech- 
nology Ltd 

Launderette — Hazards 

Law Case - Bermingham v Sher Bros 1979- 
80 Warehouse fire 

Lead - Action level 

Lead - Blood lead limit 

Lead - Control limits 

Lead - EEC proposals 

Lead - EEC proposed directive 

Lead - “Intervention” standard 

Lead - Monitor, Aviv Associates 

Lead - Regulations criticised 

Lead - US proposals 

Lead Paint - Labelling proposals 

Lift Trucks - Electric, STILL GmbH of 
Hamburg 

Lift Trucks - Guidance booklet 

Lifting Equipment — Competition 

Lifting Equipment — Shock loading 

Lifting Gear — Eyebolts 

Lifting Gear - Safe use 

Lifting Gear - Shock loading 

Lifting Gear - Strops and Snickles 

Lifting Gear - Storage on construction sites 

Lifting Hazards - Commons Bill introduced 

Lifting Safety Audit Service — Lloyds British 
Testing 

Lighting - Emergency, Carters 

Liquid Containers - UKAM 

Liquid Dispensers - Zippette, Jencons 
(Scientific) Ltd 

Liquid Soap - Refresh, Johnson Wax Ltd 

Loading - Push button controlled 

London School of Hygiene etc - Safety 
systems 

Long Vehicle Turning Warning System 

Loss Control 


Loss Control — Hidden costs of accidents 

Loss Control - In laboratories 

Loss Preventior 

Loughborough University - Safety training 
courses 


M 

Machine Guards - ‘‘Foldaway’’, JP Udal 
Ltd 

Machine Guards - Interlocked brake 

Machine Guards - Interlocking 

Machine Guards - Rotation sensing device 

Machine Guards - Safety interlock, Castell 
Locks Ltd 

Machine Guards - Time delay interlock, JP 
Udal Ltd 

Machine Guards - Timing device 

Machine Safety - US National Safety 
Congress 
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Major Hazards - Advisory committee 2nd 
report 

Major Hazards - Analysts shortage 

Major Hazards - Conference discussion 

Major Hazards - EEC proposals 

Major Hazards - Hazard analysis opera- 
bility study 

Major Hazards - Notifiable installation 

Major Hazards - Quantified risk assessment 

Major Hazards - Reliability assessment 

Major Hazards - Safety and reliability 
assessment 

Man-Made Mineral Fibres - Construction 
industry 

Man-Made Mineral Fibres - Consultative 
document 

Man-Made Mineral Fibres - Health hazards 

Manpower Services Commission - Training 
officer's course 

Matting — Anti-slip “Nomad”, Floor Safety 
Products 3M 

Medical — Dangers of a little learning 

Medical Examination Fees - Consultative 
document 

Metal Detector — Totalscan, Protovale Elec- 
tronic Research Instruments 

Metrication - HSC programme 

Microbiological Work - Dangerous Patho- 
gens Advisory Group 

Microwave - Health hazard 

Microwave — Survey of ovens 

Milling Machines - Guard for universal, 
EMC (Sales) Ltd 

Milling Machines — Guarding booklet 

Monitoring Equipment - Suppliers names 
and addresses 

Monitors - Air, AM4000, Arcall Ltd 

Monitors — Air, Personal, Casella London 
Ltd 

Monitors - Combustible gas 

Monitors — Continuous, gas and vapour 

Monitors — Electrochemical, gas and vapour 

Monitors - Miniaturised continuous, gas 
and vapour 

Monitors - Solid state 


N 


Nasal Cancer - Wood dust 

National Examination Board, Occupational 
Safety and Health 

National Industry Group - Ceramics report 

National Industry Group - Cotton report 


National Industry Group — Foundries 

National Industry Group — Wool textile 
report 

Netting - Heavy duty, Billson and Grant Ltd 


New Products Exhibition 

Noise — Code of practice 

Noise —- Consultancy service, Metal Box Ltd 

Noise — Control, automatic audiometer 

Noise — Control in foundries 

Noise — Controller, Minim Electronic 

Noise - Hazards, entertainment places 

Noise — Shelters and sound-proof rooms 

Noise Dose Meter - Wartsila, Castle 
Associates 

Noise Level Meter — Model 83PE, Pulsar 
Instruments 

Nuclear Industry — Beryllium poisoning 

Nuclear Industry — Incidents statistics 


Nuclear Industry - Licensing procedures 

Nuclear Industry - Three Mile Island 
accident 

Nuclear Industry — Torness licence 

Nuclear Industry - Transport of plutonium 

Nuclear Industry - Windscale, safety review 

Nuclear Industry - Windscale, silo leak 
report 


O 


Occupational Health - HSE Conference 
report 
Occupational Health - Reliable information 


Occupational Health - US Safety Congress 
report 


Feb 16 
Mar 22 
Mar 22 
Sep 14 


Jan 64 
Jan 63 
Jan 62 
Jan 65 


Jan 62 
Oct 41 


Oct 41 
Sep 53 


Aug 19 


Mar 41 
Aug 53 
Jan 20 
Jun 45 


Nov 55 
Nov 30 


Dec 16 
Nov 68 
Sep 60 


Apr 56 
Sep 48 


Jun 100 
Feb 39 


May 54 
Jun 99 
Jun 98 
Jun 99 


Jun 99 
Jun 100 


Occupational Health - Services, UK and 
abroad 

Occupational Health and Safety Industry - 
Growth 

Offset Plate - Water developed, Poly- 
chrome Ltd 

Offshore — Construction, guidance note 

Oil Acne 

Oil Mist - Electronic air cleaning system 

Oil Mist - Extractor, TP Ford Engineering 
Products 

Organic Solvents - Workplace exposure 

Organic Vapour Monitor - 3M 3500 

Oxygen Sampling - Neotronics Ltd 

Overalls - Bib and brace, Williamson- 
Dickie 

Overhead Cleaner - Bak Vak, Sturtevant 
Engineering 


P 


Packaging Aid - Pallet pack 

Packaging Aid - Weatherguard strapping 

Paint Spray — Uradil resins 

Pallet Load Protection - BIF Wrap 

Paper and Boardmaking Mills - JSC report 

Passive Samplers — Gas and vapour 

Perchloric Acid - Laboratory contamina- 
tion 

Permit to Work 

Personal Safety - Taking care 

Pesticides - BAA Advisory Committee 

Pesticides - Control 

Photo Electric Guard - Cyclic Guardscan 

Photo Electric Guard - Erwin Sick Optic - 
Electronic Ltd 

Pipe Freezing - BCB Pipe Freezing Services 
Ltd 

Pipeline Indentifier - Self adhesive colour 
tapes 

Pipe Locator — Plyage plastic mesh 

Pipes - GRP “Bondstrand”, 
Constructions Ltd 

Plant - Continuously operated, manage- 
ment control 

Plant - Safety, without walls 

Pneumatic Machines - Interlock, Castell 
Locks 

Pneumatic Nailing and Stapling Tools - 
Guidance note 

Pneumoconiosis — Foundry workers 

Polymer Fume Fever 

Portable Apparatus - Earthing 

Pottery Industry - Quariz and cadmium 
hazards 

Power Presses — Guard with noise attenua- 
tion 

Power Presses — JSC report 

Pregnancy - Risks, 

Pressure — Hazard 

Printing Industry - Advisory committee 

Printing Machine — Blanket wash, AM 
International 

Process Plant - Hazards 

Product Liability - EEC draft directive 

Product Liability - EEC proposals 

Prohibition Notices 

Prosecutions —- Conveyor belt fencing 

Prosecutions — Guard rails and toe boards 

Prosecutions —- Overhead electricity cables, 
construction 

Prosecutions — Safe access and egress, 
construction 

Prosecutions — Safe system of work 


Plastic 


Prosecutions — Scaffolding, provision 

Protection of Parts of Body 

Protective Clothing 

Protective Clothing — Antistatic, Nicholsons 
Overalls Ltd 

Protective Clothing - Bridget range, Brent 
Industrial Safety Co 

Protective Clothing - Coverall, hooded 
disposable 

Protective Clothing - Coverall, Multifabs 
Ltd 

Protective Clothing - Fire, Akvarex, Trel- 
leborg Rubber Ltd 

Protective Clothing - Laboratory coats, 
Multifabs Ltd 

Protective Clothing - Legal requirements 


Dec 36 
Oct 58 
Aug 47 
May 52 
Nov 30 
Jun 98 


Dec 54 
Sep 22 
Mar 81 

Jul 16 
Apr ‘52 
Aug 46 


Dec 37 
Dec 36 


Mar 40 
May 52 


Mar 41 


Mar 81 
Nov 87 


Sep 46 


Nov 30 
Dec 23 
Feb 72 
Apr 69 


Sep 15 


Aug 47 
Sep 18 
Apr 66 
Sep 88 
Oct 33 


Nov 56 

Jul 54 
Feb 74 
Jun 121 
Nov 34 
Nov 34 
Aug 57 


Aug 57 
Aug 58 
Dec 15 
Jan 14 
Jan 15 
Aug 58 
Oct 49 
Oct 48 
Jan 35 
Dec 38 
May 52 
Feb 41 
Nov 56 


Feb 41 
Oct 51 


Protective Clothing - Totectors Ltd 
Protective Clothing - Weather gear range 
Pulley Blocks - Spark-proof 

PVC Partition — Marvil SR Strip 


Q 


Quarries and Mines Other Than Coal - 
Annual report 


R 


Radiation - Electrogmagnetic 

Radiation - Ionising, health hazards 

Radiation - Non-ionising health hazards 

Railway Accidents - Safety report 1978 

Respirator - Definition 

Respirator - For gases 

Respirator — Half-mask airline W2922, 3M 

Respirator — Limitations 

Respirator - New filtering facepiece, 
Martindale 

Respiratory Protective Equipment 

Respiratory Protective Equipment - HSE 
Approval 

Respiratory Protective Equipment - 
Certificate of Approval 1979 

Respiratory Protective Equipment - 
Certificate of Approval 1980 Additions 

Rest Room - Portabie, Tantalic Acoustical 
Engineering Ltd 

Resuscitator — Sabre Star 

Risk Assessment 

Risk Management 


Risk Management - British Safety Council 
Course 

Roofwork - Guidance note 

RoSPA - Safety training programme 

Rubber Indusiry - Mo:talities 1967-76 

Rubber Industry - Ventilation 

Rules - Out of date 


S 


Safe Access - Construction sites 

Safe Access - Cranes 

Safe Access - Code of practice guidelines 

Safe Access - Workplace 

Safe System of Work 

Safe System of Work - IMSO conference 
report 

Safe System of Work - Prosecution cases 


Safe System of Work - Supermarket 
accident 

Safety Committees - In practice 

Safety Committees - Legislation 

Safety Decisions - Who decides? 

Safety Distributors - Safety Specialists Ltd 

Safety Equipment - Hire, Livingston Hire 

Safety Equipment - Totectors Ltd 

Safety Equipment - US example 

Safety Helmets - Construction 
recommendations 

Safety Helmets - Molten metal protection 

Safety Helmets - NCB approval 

Safety Helmets — Polycarbonate 

Safety Interlock - Martello, Castell Locks 
Ltd 

Safety Language - Communication 

Safety Mirror - Unbreakable convex 

Safety Monitor System - Herga Electric Ltd 

Safety Policies — Legislation 

Safety Policies - Review by HSE 

Safety Representatives - Chemicals, work 
and cancer manual 

Safety Representatives - Immunity 

Safety Representatives - Legislation 

Safety Representatives - Rights and indust- 
rial relations 

Safety Representatives - Survey, Labour 
Research Department 

Safety Representatives - Target, subversion 
etc 

Safety Representatives - Training 

Safety Representatives - Training, Employ- 
ment Appeal Tribunal decision 

Safety Representatives - TUC view 


IAG 


Health & Safety at Work November 1980 
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Safety Representatives - View of HSC 
Chairman 

Safety Signs - Brochure, BS 5378 standard 

Safety Signs — Catalogue, Stocksigns Ltd 

Safety Signs — Poster 

Safety Signs — Signposts, low cost 

Safety Spectacle - Style S, Health and Safety 
Equipment Ltd 

Safety Store — Relocatable, Safety Unli- 
mited 

Safety Switch Mat - Floor Safety Products 
Group 3M 

Safety Tiles - Explained 

Safety Training 

Safety Training 
ments 

Safety Training — Specialist 

Scaffold — Safety lamp 

Scotchlite - Reflective liquid, 
Kingdom Ltd 

Security Bolt - Smash glass 

Self Diagnosis — Importance of 

Self Regulations - TUC view 

Senior Management — Training courses 

Sheet Pile Threader - Dawson Construction 
Plant Ltd 

Shiftwork — Health problems 

Silica - Construction hazards 

Single Unit Lock — Castell Locks Ltd 

Skin Cancer 

Smoke Curtain - Tutor Safety Products 

Smoke Detector - Mini Beamaster, Chubb 
Fire 

Smoke Monitor — Arcall Ltd 

Sodium Chlorate — Barking fire 


Educational establish- 


3M United 


Solvent Vapour Monitor 

Sound Level Meter - Computer Enginee- 
ring Ltd 

Sound Level Meter - Dual scale 

Spray Booth - Brunswick Dryback 

Spray Booth - Mascott Engineering 

Spray Hood - James North and Sons 

Spot Welding Guard - Castell Locks Ltd 

Stacker — High lift video system 

Staging - Aluminium lightweight 

Steam Locomotive Boilers - Guidance note 


Nov 35 
Sep 46 
Feb 39 
Jul 19 
Jul 45 


Jun 92 
Jun 88 


Oct 60 
May 83 
Aug 16 


Nov 42 
Aug 18 
Nov 55 


Oct 57 
Jan 35 
Aug 53 
Jul 53 
Aug 17 


Mar 41 
Oct 32 
May 77 
Jun 90 
Mar 45 
May 51 


Jun 87 
Feb 39 
Mar 21 
Aug 12 
Apr 57 


Oct 58 
Apr 56 
Feb 40 
Sep 48 
Nov 54 

Jul 47 
Oct 59 
Apr 56 
May 24 


Steel Braid/Plastic Hose 
Storage Drums - Explofoil 


T 

Tachometer - With LCD 

Tankers — Pneumatic level sensing system 
Tape - Hand protection, ““Cotec” 

TDI - TLV relaxation proposal 

Theatre — Code of practice 

Theatre - Safety 


Thermal Degradation 

Thermoplastic Paint - Polymer Products 
Ltd 

Threshold Limit Values - US 1979 list 

Time Delay Bolt - Winkworth Machinery 
Ltd 

Tools — Unbreakable, Supersafe Tools 

Toxic Gas Detector - Siebetec 

Toxic Substances - Control, HSE confer- 
ence report 

Trade Union — Involvement, working par- 
ties etc 

Training — Costs 

Training - TUC view 

Transfer Platform - Lawrence David 

TUC - Annual Conference 

TUC - General Secretary interviewed 

TUC - Tripartite committee representation 

TWA Measurements - Gas and vapour 


U 

Ultra-Violet - Bactericidal unit 
Ultra-Violet - Eyeshield, Gallenkamp 
Ultra-Violet - Light, hazards 
Ultra-Violet - Meter monitor 

Unborn Child —- Risks 


Unification — Health and safety organisa- 
tions etc 

University of Aston - Degree and diploma 
safety courses 

Upholstered Furniture — Flammability 





US National Safety Congress - Report 


Vv 


Vacuum Oven — Gallenkamp 

Vehicle Protection - Explosive atmospheres 

Vibration Meter - Inertia Switch Ltd 

Vibration Meter -— VM 28, Computer 
Engineering Ltd 

Vinyl Chloride Monomer - 
disease 

Visual Display Units - Health hazards 

Visual Display Units — Union policy docu- 
ments 

Visual Display Units — Use of 

Voltage Indicator - VI 13700, Martindale 
Electric Ltd 


Industrial 


W 


Waste Box - Lawco 

Welding - ““Hot Work” guidance booklet 

Welding - Mobile screen, Harefield Rubber 
Co 

Welding — Retractable curtain 

Welding Fume —- De-fumer, Defuma Ltd 

Welding Fume — Eliminator, Captair 

Welding Fume — Extractor, Wovavent 

Welding Fume — Mobile filter 

Welding Fume - Portable electrostatic air 
cleaner 

Welding Fume — 
fume 

Welding Fume - 
Secomak 

Welding Helmet - 
weld 

Welding Helmet - Airstream, Racal 

Windscale — Report on silo leak 

Wooden Pallets - Common hazards 

Wool Textile Industry - NIG Report 1970- 
1977 

Work Platform - Aerial, 35S JLG Sizzor 

Work Platform - Lift Truck, Mel-Hire Ltd 

Work Platform - Rack and pinion 


Portable extractor, Mini- 


Portable extractor, 


Air-fed, Pulsafe Super- 


See usat 
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Piab dynamometers for measu ring 
and monitoring power in tension, with 
the drum scale you can't damage. 
Resists shock load, corrosion, water, 
dust, impactand tolerates overload. 
Available with limitswitching and 


transducers for remote reading. 


Used worldwide by: 
Public Authorities and leading companies 
for telecommunication, electricity 
distribution, mining equipment, conveyor 
control, railways, concrete reinforcement, 
civil engineering, aero maintenance, 
material testing, traction testing, etc. 


PIAB Limited 


PO Box 8, Brentford, Middlesex TW8 9AJ. 
Tel: 01-568 0165 Telex: 932475 PIAB G. 
Cables: Piab Brentford. 


Jan 33 
Feb 39 
Dec 37 


May 55 


Jun 108 
Aug 36 


Aug 35 
Aug 34 


Mar 41 


Oct 61 
Oct 33 


Oct 61 
Oct 58 
Oct 57 
Dec 37 
Sep 48 
Aug 47 


Dec 37 
Jul 44 
Feb 41 


Jul 47 
Oct 59 
May 21 
Sep 84 
Mar 25 
Mar 26 
Oct 59 
Mar 40 
Jul 45 


For further information circle number 100 on Inquiry Card 








